TACTICAL RESPONSE REPORT/ChIcag© Potie® Department 


2659 S AVERS AVE CHICAGO, iL 60623 




14, DATE OF APPT. 

30 -NOV -2012 

|15. EMPLOYEE NO. 

he. UNIT & BEAT OF ASS3GNMENT 

010 1041 

11 



: 21. FIRST NAME 

22. ML 

JUAN 


iPEREA 

i .- 

J 


2S.AE)DRESS 2810 S SPRINGFIELD AVE CHICAGO, i 29 -telephone no. |30. was subject ARMEOMroea (specify; 
IL 60623 i ! 


33. WHERE WAS MEDiCAL TREATMENT OBTAINED? 

MOUNT SINAI HOSPITAL 


34. BY WHOM? 

flAEDiCAL DOCTOR-S!NC 


35. CONDITION Qj Apparently Norma! 

1 03 Hoepitalizad I j 04 Not Hospitalizfici 


31 SUBJEICT iNJUftSO? f2. SUBJECT ALLEGED INJURY? 


I Norma! [ ] 02 UrxSsr influence 

Hospilalizeci I .| 05 Refused Medical Aid 


CHARGES PLACED 

■ ] DNA 

:37.CB NO. 

iR NO. 

I I DMA 



I 1S937731 





DIO NOT FOLLOW 
VERBAL DIRECTION 


1- 

STIFFENED 


(DEAD WEiGHT) 


g< 

OTHER 



; f ^ n 
* S 60 2 

;i is 


MEMBER PRESENCE 
VERSAt. COMMANDS | 

ESCORT HOLDS ^‘1 

WRISTLOCK r™i 

ARM8AR Tn 

PRESSURE SENSITIVE AREAS 
CONTROL INSTRUMENT 

OC/CHEMIGAL WgAf’ON 
W/AUTHORt^ATlON 



OTHER _ 


OC/CHEMiCAL WEAPON AUTHORIZED BY (NAME) 


ACTfVg RSSISTER 


F3.ED 

□ 

PULU-O AW.AY 

□ 

OTHER 

1 OPEN HAND STRIKE 

!.j 

1 TAKE DOWN .^EMERGENCY ;—i 

HANDCUFFING 

1,0 

OC CHEMlCvAl WEAPON 

n 

CANINE 


TASER {Probe Orecharge) 

□ 

TASSiR ((Joftart Styf.) 

□ 

TA3ER (Las^rTargatad) 

1 1 

TASER (Spartt DIssilayeri) 

OTHER _ 

I..J 


ASSAILANT: ASS AULT 


IMMINENT THREAT 
OF BATTERY 


OTHER AGO ASSAULT HANDGUN 


ASSAILANT; BATTERY 


ATTACK WITH WEAPON f 


ASSAILANT:DEA0LY FORCE 


ATTACK WITHOUT 
WEAPON 


ELBOW STRIKE 

ri 

5 _: 

KNEE STRIKE 

□ 

CLOSED HAND 
STR;Kf:i’PtJNCH 

□ 

KICKS 

j j 

SMPACT WEAPON 
(Descdoa in Box 4B) 

□ 

IMPACT MUNITION 
(Oascriba Yi Sox 40) 

□ 

OTHER 











41. WEAPON TYPE 

: 04 SEMPAUT 0 PiS COL 

1 i 01 REVOLVJ-B 

I i 05 CHifMICAl. WSAPON 

I I 02 R!FL6 

I j 06 TASER (Prot« Disdistss) 

I I 03 SHOTGUN 

I I !)? OTHER 


42. INCIDENT OCCURRED 
^ \ Indwfs Outdoors 


45. MAKEmANUFACTURER 


43. LIGHTtNG CONDITIONS 

□ 01 Doyilsht 

□ oaNigm ^ 03 Dawn 

□ o«Du.m 

r 1 B5 Pow Aeleficiai 

P] 06 Gi*d Artifida: 


1 . WEATHER CONDITIONS 



50. WEAPON SERIAL No. {Include LsttersJ 


J51- CHICAGO GUN REG. NO. 


{52. IL t^lREARM OWNER iO. NO. 


IS? HANDGUN CERTIFICATE NO. 


54 SPECIAL WEAPON CERTIFICATE NO. 


S5. PROPERTY' INVENTORY NO. 


i55. type: o?= ammunition USgiD 


1 5y.NO. OF WEAPONS DiSCHARGED BY 
THS ME MSEiR 


S8. total no. of shots member 

FIRED 


59 WHO FIRED FIRST SHOT □o3 OTHER (SPECIFY) 
□ 01 MEMBER □ 02 OFFENDER 


. HOW WAS MEMBER'S HANDGUN DRAWN 0 03 OTHER (Specify) 
□ 01 STRONG SiOE DRAW □ 02 CRO,SS DRAW 


6€. DESCRIBS; PROI'EOI IVE COVER USED (LIGHT POLES. DOORWAYS. CAR. FUlViiTURE. ETC) 


. PERSON/OBJECT STRUCK AS RESULT OF THE DISCHARGE OF MEMBERS WEAPON 
[j 51 PERSON □ (32 OBJECT 0 03 BOTH □ 04 UNKNOWN 


BI.NOCtf'C.ATDRIDGES/ j 62 HOW WAS MEMBER'S HANDGUN WORN f '03 OTHER (Spedf/) 
SHOTSHEUS 

RE5.0AOEO I □ 01 RT. SIDE {WAIST) 0 02 LT. SIDE (WAIST) 


SPECIFY METHCKI/eQUIF^ENT USED TO RELOAD 


6S. DiD MEMBER USE SIGHTS 
□ 01 YES □ 02 NO 


67. DtSTANCt: BETWEEN INVOLVED MEMBEIR & OFFENDER WHEN F-'RST SHOT WAS FIRED 
□ CHO-OSFT. 0 0205'10FT, 0 OSKNISFT 0 04 OS/ER IS FT, 


65?. POSITION OF MEMBER DISCHARGING WEAPON 0 01 STANDING 0 «2 LYING DOWN 
0 03 SITING □ (M KNEELING □ 05 OTHER (SPECIFY) 




NOTIFICATIONS (OC OR TASER iNCIDENT): □ OEMC ^ DESK SGT.& W.C./DIST. OF OCCUR. 

NOTlFlCATiONS (FIREARM INCIDENT): □ OEMC G DESK SGT.& W.C.^!ST. OF OCCUR. G OP COMMAND □ DEI. DIV. 

Members will ensure that all required notifications and all witnesses to this use of force are documented in the appropiate case report. 


73. REPORTING MEMBER (Print Name) STAR^MPLOYEE NO. 

OA¥!S, CORNELIUS D 16503 

19-JIUL-201412:08:24 



Reviewing supervisor will ensure the legibility and completeness of Vn\s report and attest by entering the required information below. 


74. REVIEWING SUPERVISOR {Print Name) STm NO. 

NIAJERCZYK, GERARD B 2201 



CPD-11.37T (REV, 10/07) 


LOG# 
Attachment G 



1420003989 I HX351193 


























































































































































WATCH COMMAMDER/OCiC REVIEW 

THE WATCH COM?t^ANDER Will COMPLETE THE. REVIEW SECTiOH FOR 1.) ALL INCIDENTS THAT DID NOT 5NVCM.VE THE DISCHARGE OF A FIREARM; 2.) FiRgARM DISCHARGE 
INCIDENTS INVOLVING THE DESTRUCTION OF AN ANIMAL OR; 3.) ACCIDENTAL DISCHARGE OF A FIREAfW NOT RESULTING IN AN INJURY TO ANY F^RSON, 


THE ADS WILL COMPLETE THE REVIEW SECTION FOR ALL INCIDENTS INVOLVING; 1.) THE DISCHARGE OF A FIREARM OR IMPACT MUNITIONS BY OR AT A DEPARTMENT 
MEMBER EXCEPT FOR AN ANIMjI^ DESTRUCTION OR AN ACCIDENTAL DISCHARGE THAT DOES NOT RESULT IN AN INJURY TO ANY PERSON; 2.) MEMBER’S USE OF FORCE 
SY WHAT^ER MEANS THAT RESULTS IN THE DEATH OF A PERSON; 3.) ANY LESSER USE OF FORCE BY A DEPARTMENT MEMBER VWEN THAT USE OF FORCE STEMS FROM 
THE SAME INCIDENT DESCRIBED HERE IN 1 OR 2. 


7S. SUBJECTS STATEMENT REGARDING THE USE OP FORCE 


UNABLE TO INTERVIEW (Specify Raasop) 


Subject is being treated at Mount Sinai HospitaL 


78. WATCH COMMANDER/OCIC RATIONALE FOR BOX 77 FINDING 

Based upon the information available at the time of this report, it Is the preliminary determination of the undersigned that Officer Davis #16503 was the victim 
of en aggravated assault of a police officer when offender, PEREA, Juan (M/4/30, IR#1291225)pointed a handgun at Officers Drozdel and Davis. 


71. WATCH COMMANOER/OCiC FINDING 8ASE0 UPON CURRENTi.Y AVAitABLE INFORMATION; 


^ I HAVE CONCLUDED THAT THE MEMBER’S ACTIONS 
WERE IN COMPLIANCE WITH DEPARTMENT 
PROCEDURES AND DIRECTIVES. 


□ I HAVE CONCLUDED THAT FURTHER INVESTiGATiON IS REQUIRED. 


LOG NO..^CRNO._ 1070445 _OBTAINED 


78. WATCH COMMANOER/OCiC (Pttnt Nama) 


SiGNATURE 


DATE COMPLETED 


TIME 


me NAUGHTOH, DAVID R 


73. DISTRIBUTION OF ORIGINAL TRR: 



19-JUL-201412:4Q:29 


A TRR PACKET. INCLUDING THE TRR AND COPIES OF THE BELOW LISTED ATTACHMENTS WiU. BE FORWARDED TO THE OFFICE OF PROFESSIONAL STANDARDS. 


ATTACHMENTS - PHOTOCOPIES OF; 

□ 

SUPPLEMENTARY REPORT 

□ LO.O.RB»ORT 

80 . TOTAL TRR's THIS EV^NT No 

□ CASE REPORT 


OFFICER BATTERY REPORT 

□ CR INH'IATION REPORT 

1 

□ ARREST REPORT 

□ 

TO'FROM^UeJECT REPORTS FROM DEPARTMENT W?TNESS(£S) 


















































